THE CLEVELAND MUSEUM OF ART 
CLEVELAND 6. OHIO 

TELEPHONE; GARFIELD 1-7340 




FOR RELEASE 


Mr. Metzler 
Mr. Mooney 
at will 
Miss Kirkwood 


On Good Friday, March 31 » the visiting hours of The Cleveland 


Museum of Art will be from 10:00 a.m. to 6:00 p.m. instead of 10:00 a.m. 
to 10:00 p.m. 


M.3.17.61 


